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ACTION SCSE-00 

INFO OCT-01 EUR- 1 2 ISO-OO PASS-00 SSO-OO ( ISO ) W 

007580 

O 301605Z JUL 75 

FM AMCONSUL ZURICH 

TO SECSTATE WASHDC IMMEDIATE 2123 

UNCLAS ZURICH 0425 

E.O. 11652: N/A 

TAGS: CDES, SZ (BERKOWITZ, REGINA) 

SUBJ: DEATH OF REGINA BERKOWITZ 

REF: STATE 179508 


FOR MR. BENJAMIN BERKEY 
50 BIRCHAL DRIVE 
SCARSDALE, NEW YORK 

I REGRET TO INFORM YOU THAT THE MANAGER OF THE HOTEL 
VERENAHOF UN BADEN, SWITZERLAND INFORMED ME ON JULY 
30, 1975 OF THE DEATH OF REGINA BERKOWITZ. THE CAUSE 
OF DEATH WAS A HEART ATTACK. 

AS LOCAL AUTHORITIES REQUIRE PROMPT ARRANGEMENTS FOLLOWING 
ESTIMATES ARE PROVIDED FOR YOUR INFORMATION AND PLANNING: 
ESTIMATED COST LOCAL BURIAL DOLLARS 750 PREPARATION AND 
SHIPMENT TO U.S. BY AIR DOLLARS 3,500. CREMATION AND LOCAL 
BURIAL DOLS 750. CREMATION AND SHIPMENT BY AIR TO U.S. 

DOLS 750. 

PLEASE ADVISE THIS OFFICE OF NEXT OF KIN AND TELEGRAPH 
INSTRUCTIONS PROMPTLY TO AMERICAN CONSULATE GENERAL IN 
ZURICH AND INCLUDE NAME OF DECEASED YOUR REPLY. STATE 
WHETHER REQUIRED FUNDS ARE BEING TELEGRAPHED. INCLUDE 
NAME AND ADDRESS OF FUNERAL HOME IF SHIPMENT TO U.S. DE- 
SIRED. SEPARATELY TELEGRAPH FUNDS TO AMERICAN EXPRESS 
TO AMERICAN EXPRESS ZURICH. MAKE FUNDS PAYABLE TO AMERICAN 
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CONSULATE GENERAL FOR CASE REGINA BERKOWITZ. 
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HAYDEN 

NOTE BY OC/T: ZURICH 425 PASSED ABOVE ADDRESSEE. 
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